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MINISTRY OF FINANCE 
(Department of Revenue and Insurance) 

NOTIFICATION 
Centhal Excises 
New Delhi, the 2nd August 1967 

G.S.B. 1191.—In pursuance of sub-rule (2) of rule 49 and rule 139 of the 
Central Excise Rules, 1944, the Central Government hereby directs that the pro¬ 
visions of the said rules relating to the removal of goods from one warehouse to 
another shall extend, subject to the conditions specified in paragraph 2. to Motor 
Spirit produced according to the Aviation Gasoline (Spirit) Specifications. 

2. The said Motor Spirit shall be permitted to be removed without payment 
of duty only— 

(a) from the stor^e tanks of Messrs Indian Oil Corporation Limited 
(Marketing Division) or of Messrs Burmah-Shell Oil Storage and 
Distributing Company of India Limited at their Installations at Ton- 
diarpet (Madras) or of Messrs Esso Standard Eastern Inc. at their 
Installation at Korrukupet (Madras), licensed under rule 140 of the 
said rules as warehouses, to any storage tank similarly licensed at 
the oil installation at Meenambukkam Airport; 

( 405) 
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(b) from the storage tanks at Ramnagar, Paharpur and Budge Budge Oil 

Installations m Calcutta of Messrs Indian Oil Corporaflon Limited 
(Marketing Division), or of Messrs Esso Standard Eastern Inc. or 
of Messrs Burmah-Shell Oil Storage and Distributing Company of 
India Limited or of Messrs Caltex (India) Limited, licensed under 
the said rule 140 as warehouses to any storage tank similarly lieensed 
at the Oil Instsillation at Di'm Dum Airport in Calcutta; 

(c) from the storage tanks at thr refinery at Koyall (in G^srat) of 

Messrs Indian Oil Corporation Limited (Refineries Ddviaion) licens¬ 
ed under the said rule 140 as warehouses, to any storage tank simi¬ 
larly Uoensed at the installation at Wadala (in Bombay) at Messrs 
Indian Oil Corporation Limited (Marketing Division); 

(d) from the storage tanks at Wadala inatallation of Messrs Indian Oil 

Corporation Limited (Marketing Division) or at Sewree/Wadaia 
installation of Messrs Burmah-Shell Oil Storage and Distributing 
Company of India Limited or of Messrs Esso Standard Eastern Inc. 
licensed under the said rule 140 as warehouses, to any storage tank 
similarly licensed at the installation at Santa Cruz Airport 
(Bombay); 

(e) from the storage tanks at the coastal Installations at Bombay (includ¬ 

ing Sewree and Wadala), Kandla and Calcutta of Messrs Indian Oil 
Corporation Limited (Marketing Division), or of Messrs Esso Stan¬ 
dard Eastern Inc. or of Messrs Burmah-Shell Oil Storage and Distri¬ 
buting Company of India Limited, or of Messrs Caltex (India) 
Limited, and from the storage tanks at the refineries at Barauni (in 
Bihar) of Messrs Indian Oil Corporation Limited (Refineries Divi¬ 
sion), or at Trombay (in Bombay) of Messrs Burmah-Shell Refine¬ 
ries Limited or of Messrs Esso Standard Refining Company of India 
Limited, licensed under the said rule 140 as warehouses, to any stor¬ 
age tank similarly licensed at Shakurbasti Depot (In Delhi) of 
Messrs Burmah-Shell Oil Storag^D and Distributing Company of India 
Limited or of Messrs Esso Standard Eastern Inc. or of Messrs Caltex 
(India) Limited or of Messrs Indian Oil Corporation Limited (Mar¬ 
keting Division): 

(f) from the storage tanks at Shakurbasti (Delhi) depot of Messrs Burmah- 

Shell Oil Storage and Distributing Company of India Limited, or of 
Messrs Esso Standard Eastern Inc,, or of Messrs Caltex (India) 
Limited, or of Messrs Indian Oil Corporation Limited (Marketing 
Division), licensed under the said rule 140 as warehouses, to any 
storage tank similarly licensed et the Hydrant Installation or Joint 
Hydrant Installation at Palam Airport (Delhi); 

(g) from one storage tank to another storage tank in the aforesaid installa¬ 

tions to whicn the said Motor Spfirit is removed. 

[No. 180/67—F. N. 20/17/67-CX. Ill,] 
T. C. SETH, Jt. Secy. 
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